Keeping a Chameleon As an Animal 


Chameleons come from a variety of places varying from rain forest to desert. They are generally found in 
Africa as well as Madagascar with various other species being located in Asia as well as Europe. All 
chameleon varieties have similarities. They all have eyes that removal individually of each other, moving 
in 360 degree angles for that reason allowing them to see every where every one of the time. They also 
have very long retractable tongues which have to do with 1.5 times their body size. Their tails are 
prehensile which indicates they can grasp vines as well as branches with it; they are also fantastic for 
balance. They are able to transform their colour pending exactly what state of mind they remain in or 
environment. Being primarily eco-friendly gives them an excellent camouflage versus predators in the tree 
tops as well as canopies of the jungle burmese best python enclosure . 



They vary in size depending on types. An adult Veiled Chameleon would be 35cm-60cm or a grown-up 
Panther Chameleon 30cm-53cm. Their life span is between 5-10yrs. The Pigmy Chameleons are smaller 
sized in between 5cm-10cm and live 3-5yrs. All Chameleons transform their colours, if a male is chasing 
females it will show brilliant colours or if they are angry. When keeping a Chameleon as a pet you need to 
consider their room as well as their atmosphere. 


A great reptile vivarium/terrarium need to be half or all mesh as they need good air flow. A great size 
would certainly be 91cmx61cmx91cm. The larger the far better they enjoy area. Chameleons are singular 
animals and must be kept their own. In your reptile vivarium/terrarium you will need a great deal of 
climbing up branches as well as a lot of foliage. Plastic plants are suitable the Chameleons delight in 
drinking from the leaves after splashing. The climbing up locations must cover the vivarium so that they 
can reach warm and cool locations of the container. You will need an excellent UVB light as well as a 
basking light. You will certainly also need a thermostat so as to maintain a constant temperature level. 
You will should cover the basking light so your Chameleon does not shed itself. A dripper for a supply of 
water is a good idea, spray your Chameleon 2 or 3 times a day. You might likewise acquire an electric falls 
as chameleons do not consume alcohol from still water however this is optional as splashing will be 
sufficient as long as it is done daily. Chameleons consume locust cricket's mealworms and also various 



other bugs. You must utilize additional minerals and vitamins dirt their online food prior to feeding or 
contribute to water system i.e. water spray or dripper. 



